Key:

Large panel structure:

Load-bearing wall

Varied cross-section on the edge of a
floor or wall panel forming a gapped
joint between adjacent units which,
when filled with grout, establishes a
degree of integral behavior between
such units.

A structural system composed of
vertical load-carrying elements of
large precast wall panels with pre-
cast floors and roofs of panels or
planks.

A wall designed and built to carry
superimposed vertical and shear
loads, as opposed to non-load-bearing
walls.

Load factor:

The ratio of the ultimate collapse
load to the working load in a structure
or section.

Load flow:

Longitudinal tie;

Mechanical bond:

Mixed-wall system;

The path taken by a load through the
structural'assembly from its point of
application to its point of resist-
ance (foundation).

The horizontal tie used to link
adjacent spans of floor elements.

The bond attributed to keying or
interlocking rather than adhesion.

A large panel system composed of a
combination of cross-wall and spine-
wall systems.
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